To: Christoph Goss[christoph. goss@deereault.com]; Dhieux, Joyel[Dhieux.Joyel@epa.gov]; 

Peronard, PaulfPeronard. Paul@epa.gov]; Guy, Kerry[Guy.Kerry@epa.gov]; Matt Francis 
(m.francis@erilc.com)[m. francis@eriic.com]; Petri, ElliottfElliott. Petri@WestonSoiutions.com] 

From: Way, Steven 

Sent: Wed 5/18/2016 11:27:10 PM 

Subject: RE: Terry Morris Contact 


Christoph - 1 sent you the contact information. 


Steve 


Steven Way 

Federal On-Scene Coordinator 


Emergency Response Unit 


US EPA - Region 8 


1595 Wynkoop Street 
Denver, CO 80202 


Office: 303-312-6723 


From: Christoph Goss [mailto:christoph.goss@deereault.com] 

Sent: Wednesday, May 18, 2016 11:41 AM 

To: Way, Steven <way.steven@epa.gov>; Dhieux, Joyel <Dhieux.Joyel@epa.gov>; Peronard, 
Paul <Peronard.Paul@epa.gov>; Guy, Kerry <Guy. Kerry @epa.gov>; Matt Francis 
(m.francis@erllc.com) <m.francis@erllc.com>; Petri, Elliott 
<Elliott.Petri@ W estonSolutions ,com> 

Subject: Terry Morris Contact 


Hi Everyone 
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ED 000884 00000342-00001 



As we look further into the horizontal drain from the new to the old Gold King workings, I 
would like to talk to Terry Morris, the miner who worked on this project in 1985. Please let me 
know what the communication protocol with him would be. I have his email address. 


Christoph 


Christoph Goss, PhD, PE 

Civil Engineer, Principal 
Deere & Ault Consultants Inc. 

600 S. Airport Rd. Bldg A Suite 205 

Longmont, CO 80503 

USA 

Tel: 303.651.1468 
Fax: 303.651.1469 
Mobile: 720.560.1458 

Christoph.goss@deereault.com 

www.deereault.com 
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